Lab Report 

Case: Robner, Marshall 
File#: H657/SJ43.1 

Officer of Record: Detective G.K. Anderson 


Lakeville, CT Police Department 


Mat’l(s)analyzed: Porcelain teacup 

Analyzed for: Fingerprints, foreign substances 

Date: 7/8/82 

Laboratory findings: 

The teacup was analyzed. The cup contained tea only. No trace of 
Ebullion or other substances was found. Fingerprints on the cup 
belonged to the deceased and Ms. Dunbar. 
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